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[Abstract:] A. Westermaier absent sick 6 days... 930 


Coiner’s Department. 





Mint of the United States 
At Philadelphia. 
September 21, 1880 


Hon. A. Loudon Snowden 
Superintendent. 


Sir; 

Mr. Adolph Westermaier was absent six (6) days beyond the regular 14 days allotted as 
holiday, sick, and inasmuch as he is seldom absent during the year & faithful in the discharge of 
his duties, I would respectfully recommend that pay be allowed him in full. 

Very respectfully, 

Yr. Obt. Servant 


O.C. Bosbyshell 
Coiner. 


[Enclosed note: ] 
Recommendation of the Coiner approved. 


A. Loudon Snowden 
Supt. 


[See original images for sketch.] 


